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‘- ,c to*al ox 19 g> 000,000 ©astmeirks was aiiocifled' fibr the &xr>#uj?ji.on of -fchb f i^u’SweTfl 
5U »o ^& m ui xOro-o A total of 5*^500^000 odBtearlt^i had bo$n iccrVertdPd bv r h"- 
administration- at the Ministry of th# JkitbxlSf: Thiu S it% will* be r • f^f* \ v 5 ^ ^ 
building ‘&(MJ t>i ttratidrf *r the 1-fin Softioh aft t*e tffrjfitst t>e • 

Tx i ansportatioh Krifr Aa^icult'Or&l Flachlne ^Construct idft * /An m*r uuy, + * ? 9 tT CTf)6C 

aastearks waa: planned sm the nllotme^t^ fo* IhienirmffV ih'Vlo^aat in 19i v/ : ii ~ 

i 

2o The ©j^ajjslon of the 1 senoverf t inclucfed of the harbor bat u and itn 

extension farther inland lilt obtallsed from dredging wa$ to be puape! obx the 
shipyard ax ^ a to fill the area® Two pump stations were scheduled to be tracked at the 
point where the habbor basin was scheduled to be widened •/An altercate provided* 
for the construction of a large building slip installation, rather tilth to erection 
of the tub pump stations* This plan would make necessary /the removal of! to transfonac 
station recently completed at the Peenewsrft.l / 


25X1 A !• I, iPffWmfe* Peenmrerft chiefly served Sea t’olido purposes* buillnir new 

vessels and doing repair work, as well as installing armament on sea police vessels 
According to an unconfirmed report, it. vac planned to /enlarge reeneuent to mi?h 
an extent by 1954? that a total of about S? 000 laborers could be orployed.*. 
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